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BUREAU OF THE MINT, 
Wrushinglon, DB. GE, *PPi1 4 , 798 9, 
Hon. Daniel M. Fox, 
Superintendent U. S. Mint, 
Philadelphia. 
Sir: 

Sinee writing you yesterday a letter of the Director of the 
Mint has been found dated November 20, 1857 transmitting a state- 
-ment of coinage for fourth quarter 1856. This statement 
reports the coinage of gold dollars at Philadelphia to have been 
622, 041. During November and December 1856, as per letter of 
yesterday, 302,275 gold dollars appear to have been coined, 
Subtracting 502,275 from 622,041 gives 519,768 as the coinage of 
October 1856. 

Original records of the coinage of the calendar year 1856 
being thus complete in detail, the total eoinage of gold dollars 
is indicated to have been 1,762,956, as stated on page 5 of 
(printed) report of the Director of the Mint to the President, 
January 31, 1857. 

Further examination into the matter also discloses that the 
figures 978,556 (whether by ecoineidence or not) represent the 
total coinage of gold dollars at Philadelphia during the first 


six months of the ealendar year 1857, as follows: 
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2 
Date of 
Statement | Coinage 2 Period 
or letter 
ol Jany 112,051 January 
28 Feby 200, 691 February * 
Ol Meh Nil March 
1 May 104, 044 April 
1 June 161,590 May 
oO June Nil June 

078, 596 | I = 


From the foregoing it is probable that the whole coinage of 
gold dollars of 1856 has of late been omitted from the printed 
reports of this Bureau. 


Respectfully yours, a 


fe BO? tae 
Z | Director of rg 
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NARA RG104, Entry 1, Box 157 


[Abstract:] Since yesterday a letter has been found dated Nov. 20, transmitting statement of 
coinage... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
April 4, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


Since writing you yesterday a letter of the Director of the Mint has been found dated 
November 20, 1857 transmitting a statement of coinage for fourth quarter 1856. This statement 
reports the coinage of gold dollars at Philadelphia to have been 622,041. During November and 
December 1856, as per letter of yesterday, 302,273 gold dollars appear to have been coined. 
Subtracting 302,273 from 622,041 gives 319,768 as the coinage of October 1856. 


Original records of the coinage of the calendar year 1856 being thus complete in detail, 
the total coinage of gold dollars is indicated to have been 1,762,936, as stated on page 5 of 
(printed) report of the Director of the Mint to the President, January 31, 1857. 


Further examination into the matter also discloses that the figures 578,356 (whether by 
coincidence or not) represent the total coinage of gold dollars at Philadelphia during the first six 
months of the calendar year 1857, as follows: 



































Date of statement or letter Coinage Period 

31 Jany 112,031 January 

28 Feby 200,691 February 

31 Mch Nil March 

1 May 104,044 April 

1 June 161,590 May 

30 June Nil June 
578,356 





From the foregoing it is probable that the whole coinage of gold dollars of 1856 has of 


late been omitted from the printed reports of the Bureau. 


Respectfully yours, 
James P. Kimball 


Director of the Mint. 





